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UNCLAS TEHRAN 05162 

E.O. 11652: N/A 
TAGS: USIRJC 

SUB J : IMPERIAL IRANIAN MEDICAL CENTER 
REF: STATE 736669 

1 . DR. SAMII HAS INFORMED US THAT DATES OF JULY 6-7 ARE 
PERSONALLY PREFERABLE TO HIM BECAUSE OF HIS ATTENDANCE AT 
OTHER MEETINGS IN U.S. IN LATE JUNE. HOWEVER, IF THOSE DATES 
WOULD SERIOUSLY AFFECT ATTENDANCE ON U.S. SIDE, HE WOULD BE 
PREPARED ACCEPT JULY 10-11. AS SOON AS HE IS INFORMED OF THE 
FIRM DATES, HE WILL SEND TO US THE NAMES AND POSITIONS OF THE 
REST OF THE DELEGATION. 

2. DR. SAMII WOULD PREFER TO ADHERE TO THE AGENDA OUTLINED 

WHICH HE HAD EARLIER SUBMITTED TO US (TEHRAN 4774). HE RECOM- 
MENDS THAT FOLLOWING VERY BRIEF OPENING SESSION, GREETINGS AND 
FELICITATIONS, HE PROPOSES THAT HE PERSONALLY BRIEF TO THE 
PLENARY SESSION THE CONCEPT OF THE IMPERIAL IRANIAN MEDICAL 
CENTER AND THE COMPONENTS OF THE CENTER. THIS PRESENTATION 
WOULD BE FOLLOWED BY A BRIEF REVIEW OF THE PLANNING FOR THE 
PHYSICAL PLANT OF THE CENTER BY THE U.S. ARCHITECT AND PLANNER. 

HE BELIEVES THAT THIS PRESENTATION OF CONCEIT AND PHYSICAL 
PLANT WOULD PROVIDE THE APPROPIATE FRAMEWORK FOR THE DIS 
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CUSSIONS TO FOLLOW. UNDER THIS PROPOSAL THE MORNING SESSION 
WOULD BE DEVOTED TO THE ABOVE PRESENTATION AND THE SUB- 
GROUPS IN THE FOUR AREAS WOULD KMEET IN THE AFTERNOON OF THE 
FIRST DAY AND THE MORNING OF THE SECOND. THE AFTERNOON OF 
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THE LAST DAY WOULD BE USED TO REVIEW THE W 
RK AND CONCLUSIONS 

OF THE SUBGROUPS AND TO MAKE RECOMMENDATIONS FOR FUTURE COL- 
LABORATION IN THE DEVELOPMENT OF THE CENTER. 

3. PLEASE ADVISE IF THE ABOVE PLAN CAUSES YOU SERIOUS 
DIFFICULTIES. 

SULLIVAN 
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